WINDSHIELD/WINDOWGLASS/MIRROR 


POWER MIRROR CONTROL SYSTEM 


70-27 


PROBLEM SYMPTOMS TABLE 


Symptom 

Suspected Area 

See Page 


1. CIG fuse (I/P J/B) 

- 

Mirror does not operate. 

2. Mirror switch 

70-28 

3. Mirror motor 

70-28 


4. Wire harness 

- 


1. Mirror switch 

70-28 

Mirror operates abnormally. 

2. Mirror motor 

70-28 


3. Wire harness 

- 
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